230    NONDOCKETED ITEMS

9107190008 Petition for rulemaking PRM-20-20 re authorization to operate up to annual
dose to individual members of public of 5 mSv.

MARCUS.C.S. California, Univ. of, Los Angeles, CA, 56FR2694S. 90/12/26.
CHILK.S J. Office of the Secretary of the Commission. 5pp. 58448:004-58448:008.

9107190010 Notice of receipt of petition for rulemaking PRM-20-20. Petitioner requests
that Commission revise stds for protection against radiation to raise annual radiation
dose.

CHILK.SJ. Office of the Secretary of the Commission. 55FR26945. 91/06/06. 5pp.
58448:009-58446:013.

9107190015 Comments on PRM-20-20 concerning CS Marcus recommendation that
dose limit for members of patients families be higher than 1 mSv.
BENEDETTOAR. Texas, Univ. of, Galveston, IX BENEDETTOAR. Affiliation Not
Assigned.  56FR26945   00001.   91/06/20.   Docketing  &  Services   Branch.   3pp.
58448:021-58448:023.

9107190019 Comment opposing petition for ruiemaking PRM-20-20 re proposed rev to
stds for radiation protection from 100 to 500 millirems per year to public.NRC should
reject petition due to health & safety concerns.

LEWIS.M.I. Affiliation Not Assigned. 56FR26945, 91/07/07. NRC - No Detailed Affili-
ation Given. 1p. 58448:038-58448:038.

9107310163 Submits info re status of DOE petition on DBA dose limit for geologic re-
pository for high level radwaste (PRM-60-3).

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/07/23.
BARTLETT.J.W. Energy, Dept of. 2pp. 58650:165-58650:166.

PROJ PROJECTS - PREDOCKET LICENSING

9107020136 Summary of 910617 meeting w/DOE re monitored retrievable
storage.Agenda & handouts enci.

STRURZ.F. Fuel Cycle Safety Branch. 91/06/26. HAUGHNEY.CJ. Fuel Cycle Safety
Branch. 23pp. 58347:137-58347:165.

9107020345 Forwards response to NRC 910417 request for addl info on EPRl ad-
vanced LWR requirements document for passive plant designs.
KINTNER.E.E. ALWR Utility Steering Committee. TAG 77871. 91/06/13. Document
Control Branch (Document Control Desk). 39pp. 58332:150-58332:317.

-9107020355 EPRl NP-5714 "Human Factors Primer for Nuclear Util Managers" final
rept.
KINKADE.R.G. Essex Corp, 88/03/31. 120pp. 58332:202-58332:317.

9107030016 Trip rept of 910606 visit to West Valley Demonstration Project to review
status of resumption of waste tank operations schedule & status of evaporator
cleaning.Agenda end.

NAIR.P.K., KARIMI.H. Center for Nuclear Waste Regulatory Analyses. 91/06/21.
Center for Nuclear Waste Regulatory Analyses. 9pp. 58312:322-58312:330.

9107050074 Forwards weekly update of Level II schedule for resumption of waste tank
farm processing.Number corresponds to brief explanation of reason for schedule
change.

YEAZEL.JA Energy, Dept. of, Idaho Operations Office. 91/06/25. MCINTOSH.T.
Energy, Dept of. 8pp. 58336:345-58336:352.

9107050078 Forwards weekly update of Level II schedule for resumption of waste tank
farm processing.Number corresponds to brief explanation of reason for schedule
change.

YEAZEL.JA Energy, Dept of, Idaho Operations Office. 91/06/18. MCINTOSH.T.
Energy, Dept of. 7pp. 58336:353-58336:359.

9107090054 Requests transmittance of closeout draft SERs on evolutionary require-
ments document by 910913.SERs should reflect resolution of issues previously identi-
fied in draft SERs & any remaining open items.

WILSON.J.H. Standardization Project Directorate (Post 901216). 91/06/21.
KENYON.T., WAMBACH.T,, SCALETTI.D. Standardization Project Directorate (Post
901216). 15pp. 58407:325-58407:339.

9107090198

107090198 Summary of 910423 meeting w/DOE in I
gas-cooled reactor.Agenda & list of attendees end,

Rockville,MD re modular high-temp

&ONOHEW.J.N. Advanced Reactors Project Directorate (Post 901216). 91/06/24.
PIERSON.R.C. Advanced Reactors Project Directorate (Post 901216). 116pp.
58362:001-58362:117.

9107110160 Forwards rept of NRC visit to West Valley Demonstration Project on
910402-04.

HURT.R.D. Fuel Cycle Safety Branch. 91/07/03. ROWLAND.T. Energy, Dept of. 1p.
58410:156-58410:163.

-9107110162 Trip rept of 910402-04 visit to West Valley Demonstration Project re in-
quiry into circumstances of unexpected migration of pfutonium from Tank 8D-2 sludge
into Tank 80-2 supernatant

HURT.R.D. Fuel Cycle Safety Branch. 91/06/26. HAUGHNEY.CJ. Fuel Cycle Safety
Branch. 7pp. 58410:157-58410:163.

9107110249 Forwards weekly update of Level II schedule for resumption of waste tank
farm processing.

YAEZELJA Energy, Dept of. 91/06/28. MCINTOSH.T. Energy, Dept of. 7pp.
58401:341-58401:347.

9107120215 Forwards requests for addl info on EPRl advanced LWR requirements doc-
ument for passive plant design safeguards branch,per 910403 & 17 Itrs,
KINTNER.E.E, ALWR UtflHy Steering Committee. 91/06/24. Document Control Branch
(Document Control Desk). 7pp. 56420:336-58420:342.

9107120220 Responds to NRC 910422 request for addl info on EPRl advanced LWR
requirements document for passive designs, Paragraph 6.2.1 of Chapter 1 re reliability
requirements for non-safety critical sys.

KINTNER.E.E. ALWR Utility Steering Committee. TAC 77866. 91/07/01. Document
Control Branch (Document Control Desk). 55pp. 58430:199-58430:253.

9107120241 Responds to NRC 910424 request for addl info on Sections 2.3.3,2.4.2 &
2.5.2 of EPRl advanced LWR requirements document for passive designs re safety
margin basis requirments.

KINTNER.E.E. ALWR Utility Steering Committee. 91/07/02. Document Control Branch
(Document Control Desk). 44pp. 58430:154-58430:197.

9107120267 Responds to requests for addl info on EPRl advanced LWR requirements
document for passive plant designs re leak- before-break methodology compliance w/
acceptance criteria in statement of considerations to final Rule GDC-4.
KINTNER.E.E. ALWR Utility Steering Committee. 91/07/01. Document Control Branch
(Document Control Desk). 51pp. 58437:234-58437:285.

9107170219 Notification of 910718-19 meeting w/GE in San Jose.OA to discuss select-
ed topics re GE PRISM design w/members of RES.DET & PDAR.including seismic
isolators,EM pumps,advanced I&C & others.

SANDS.S.P. Advanced Reactors Project Directorate (Post 901216). 91/07/05.
PIERSON.R.C. Advanced Reactors Project Directorate (Post 901216). 3pp.
58448:150-58448:152.

9107170277 Responds to NRC 910517 request for addl info on EPRl advanced LWR
requirements document for passive plant designs.

KINTNER.E.E. ALWR Utility Steering Committee. TAC 77862. 91/07/08. Document
Control Branch (Document Control Desk). 8pp. 58483:089-58483:096.

9107180119 Discusses establishment of Technical Exchange Group for West Valley
Demonstration Project Phase II environ impact statement.Types of expertise that
might be appropriate for permanent members of group suggested in encl.
CUNNINGHAM.RE. Division of Industrial & Medical NucTear Safety (Post 870729).
91/07/10. BANGART.R.L Division of Low-Level Waste Management & Decommis-
sioning (Post 870413). 4pp. 58484:283-58484:286.

9107180133 Requests that NRC resume processing of 901012 & 0122 applications for
certificate of compliance for TN-24 dry spent fuel storage cask.in light of NRC
changes to final rule.amending 10CFR170 & 171.

HANSON AS. Transnuclear, Inc. 91/07/10. Office of Nuclear Material Safety & Safe-
guards. 1p. 58496:295-58496:295.

9107190070 Notification of 910725 meeting w/EPRI in Rockviile.MD to discuss review
of requirements document for passive plant design.

WILSON.J.H. Standardization Project Directorate (Post 901216). 91/07/12.
MILLER.C.L Standardization Project Directorate (Post 901216). 4pp. 58482:063-
58482:066.

9107190089 Forwards weekly update of Level II schedule for resumption of waste tank
farm processing.Number corresponds to brief explanation of reason for schedule
change.Explanation contained in attachment to schedule.

YEAZELJ.A. Energy, Dept. of, Idaho Operations Office. 91/07/09. MCINTOSHJ.
Energy, Dept. of. 8pp. 58485:147-58485:154.

9107190106 Notification of 910716 meeting w/EPRI in Palo Alto.CA to discuss status of
programs re advanced light-water design engineering & support research.
WILSON J.H.   Standardization    Project    Directorate    (Post   901216).   91/07/12.
MURLEY.T., MIRAGLIA.F., RUSSELL.W. Office of Nuclear Reactor Regulation, Direc-
tor (Post 870411). 5pp. 58457:229-58457:233.

9107220009 Notification of 910717 meeting w/EPRI in Rockviile.MD to discuss issue of
physically based source term.

KENYONJJ. Standardization Project Directorate (Post 901216). 91/07/02.
MILLER.C.L Standardization Project Directorate (Post 901216). 4pp. 58481:184-
58481:187.

9107220022 Notification of 910716 meeting w/ANL & GE in Chicago.lL to discuss IFR
fuel & EM pump coastdown on ALMR design.

SANDS,S.P. Standardization Project Directorate (Post 901216). 91/07/10, MURLEYJ.
Advanced Reactors Project Directorate (Post 901216). MIRAGLIA.F., RUSSELL,W.
NRC - No Detailed Affiliation Given. 2pp. 58481:189-58481:190.

9107230103 Forwards trip rept prepared by NRC re visit to West Valley Demonstration
Project on 910603.

HURT,R.D. Fuel Cycle Safety Branch. 91/07/12. ROWLAND.T. Energy, Dept of. 1p.
58544:332-58544:338.

9107230205 Advises that 910628 Itr rept acceptably satisfies Intermediate Milestone 20-
3706-001-005 for Task 1,(Draft SER on Vitrification Off-Gas Sys).
HURT.R.D. Fuel Cycle Safety Branch. 91/07/16. NAIR.P.K. Center for Nuclear Waste
Regulatory Analyses. 1p. 58548:228-58548:235.

-9107230221 "Off-Gas Constituents for Waste Solidification Sys Intermediate Milestone
20-3706-001-005 for Task 1 (Draft SER on Vitrification Off-Gas Sys),Subtask A."
NAIR.P.K. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 91/06/28.
HURT.R.D. Fuel Cycle Safety Branch. 7pp. 58548:229-58548:235.

9107230245 Forwards weekly update of Level II schedule for resumption of waste tank
farm processing.LWTS & STS SAR schedules which will be issued weekly also encl.
YEA2EL,JA Energy, Dept of, Idaho Operations Office. 91/07/15. MCINTOSH.T.
Energy, Dept of. 8pp. 58544:339-58544:346.

9107230351 Suppl to 901012 & 910122 applications for certificate of compliance 1005
for Model TN-24.Requests that NRC resume processing application.
HANSON AS. Transnuclear, Inc. 91/07/10. Office of Nuclear Material Safety & Safe-
guards. 1 p. 58540:341-58540:341.

9107240208 Forwards "Test Procedure to Determine Buckling Strength & Load-Deflec-
tion Characteristics of CASTOR X-33 3 mm Sleeve." Test proposed in response to
NRC comments on Rev 4 to CASTOR X topical SAR.

PAQUIN,P,L Chem-Nuclear Systems, Inc. 611-0534-91. 91/07/22. STURZ.F. Fuel
Cycle Safety Branch. 5pp. 58551:121-58551:125.

9107250099 Notification of 910722 meeting w/licensee in Monroeville.PA to discuss
AP600 probabilistic nsk analysis methodology.

BORCHARDT.R.W. Standardization Project Directorate (Post 901216). 91/07/19.
MURLEYJ., MIRAGLIA.R, RUSSELL.W. NRC - No Detailed Affiliation Given. 4pp.
58576:042-58576:045.

9107260030 Requests list of assumptions used to develop schedules for certification of
advanced BWR & std BWR reactor designs by 911104.

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216).
91/07/22. MARRIOTT.P.W. General Electric Co. 3pp. 58590:159-58590:161.

9107290135 Forwards "Run Rept.lntegrated Radwaste Treatment Sys. Campaign
21,901031-910111."

YEAZELJA Energy, Dept of. 91/07/19. HURT.R.D. NRC - No Detailed Affiliation
Given. 1 p. 58591:114-58591:132.

mance & Quality Evaluation (Post 870411). 1p. 58576:035-58576:035.or negotiations between
